The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

05/31/2011 


Nicole Manoog 

Assistant District Attorney, Cape & Islands 
Dear ADA Manoog, 

Enclosed is the iufonnation yon requested in regards to Co mm onwealth vs. Included 

are copies of the following: 

1. Curriculum Vitae for Annie Dookiian & Peter Pho. 

2. Ding Analysis Laboratory Receipt, 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookiian was the custodial chemist and perfoniied the preliminary testing and net weight for 
this sample, Peter Piro was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Chemist II 
Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug taws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

*Maintenance and repairs of all analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

*Notary Public. 

^Qualified as an expert witness in Massachusetts Couils and U.S. District Court 
2001-2003 

QC Analyst L n. UMMS-Massachusetts Biologic Laboratoiy, QC Material Control 

*Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects, 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation, 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 047225 



'Curriculum Vitae 


i Peter Piro 

EDUCATION 

Boston Unversity 

B.A. in Chemistry and Minor in Biology, 1989 
HONORS 

Magna Cum Laude, 3.6 GPA 
Graduated with Distinction in Chemistry 
Valedictorian of the Chemistry Department 

EXPERIENCE 

I Department of Public Health/State Laboratory Institute 

Chemist III, H, 1/ Assistant Analyst December 1991-Present 

Supervise the operation and maintenance of the Gjis Chromatography/lMass 
Spectrometry Laboratory. Analyze controlled substances for State and Federal law 
enforcement agencies. Qualified as ah expert witness in Massachusetts courts and 

U-S. District Court. 

. 

Massachusetts lieafth Research Institute 

Laboratory Technician September 1990-December 1991 

Researched the seasonal and special occurrences of DSP and PSP in shellfish 
samples harvested from coastal waters and Georges Bank. ^ 

TRAINING AND ORGANIZATIONS 


* Completed a six-week training course by senior staff within the Department of Public 
Health Dmg Analysis laboratory. 

* Appointed Assistant Analyst by the Assistant Commissioner of Public Health in , 
February 1991. 

* Elected as a Regular Member to the Northeastern Association of Forensic Chemists on 
October 27‘" 1995. 

* Completed training in Mass Spectrometry given by the Food and Drug 
Administration/Forensic Chemistry Center on November 2002. 

* Completed training in Mass Spectrometry Troubleshooting and Maintenance, October 
25*'^ 2002, at Agilent Teclinologies. . 

* Notary Public since 1993. 



PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 


Amherst Hours 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983^6622 Tel (413) 54S-.2601 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence WL 




PHYSICAL DESCRIPTION: 





S v.\ C<s. 


VooJie 


Gross Wt { ):_ 

Gross Wt { ):_ 

Pkg.Wt:_ 

NetWt: 2^.0 

tNja.-Vv-o'r;:^* 


PRELtMtNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) -Y- 
Marquis 
Froehde's 
Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride -V' _ 

TLTA { ~) 4- 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS CacLOuyvo 
DATE ^0l-\5-iO 


GC/MS CONFIRMATORY TEST 
results CoC(j^Or^# 

MS 

OPERATOR 71 _ 

DATE vT-Xo-VO 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 

-^ 


Evidence Wt 


PHYSICAL DESCRIPTION: 




Voos^e 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

Net Wt: ^3 

Cvit:\CAjr=- 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -~) V 
Marquis ~ 
Froehde's 
Mecke's 


PRELIMINARY TEST RESULTS 
RESULTS Cjlu^ 

DATE \-2.-\S~vO 


MlcrocrvstaHlne Tests 
Gold 

ChIoride_^;_ 

TLTA ( -V- 
OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS . 

MS 

OPERATOR _ 

DATE m.-2-0-VT> 


Revised 7/2005 











DRUG POWDER ANALYSIS FORM 


SAMPLE » 



AGENCY . 


ANALYST 


No. of samples tested: 


Evidence WL 


PHYSICAL DESCRIPTION: 








t 

\oo^e- 


GrossWt( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

Net Wt: b*A.\ 
XMJA — ^'A'O 


PRELIMINARY TESTS 


Spot Tests 

Mlcrocrvstalline Tests 

Cobalt 

Gold 

Thiocyanate ( -v 

Chloride 4 

Marquis " 

TLTA { 

Froehde's 

OTHER TESTS 

Mecke's 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS Q.cor _ RESULTS ccdccva^nA 

date \x- \s-lO ms 

OPERATOR _ 

DATE 


Revised 7/2005 
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PHYSICAL DESCRIPTION: 


Voose, 


Gross Wt ( ):_ 
Gross Wt { ): 


Pkg. Wt:_ 

NetWt: 

<\a,-\vO^ - O 



Cobalt 

Thiocyanate (^ 


MlcrocrvstaHlne Tests 




PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS cocic 


RESULTS 


DATE 


L- \S-iO 


MS 

OPERATOR 


DATE \Tu~ 2.0'\c> 


Revised 7/2005 
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PRELIMINARY TESTS 


Spot Tests 
Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcroctvstalUne Tests 
Gold 

Chloride_ 

TLTA( )_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS tocLo<\j^ 

DATE \ %- \S- cQ 


GC/MS CONFIRMATORY TEST 
RESULTS (:yx^r rtrLiP'xa 


MS 

OPERATOR ^ 
DATE 


VTS-P 




Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 

0 


POISINDEX® Product List 
Oxycodone Hydrochloride 


Regulatory-Status: Schedule II 

Ingredients 


Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Mjcrocrystalline 

Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FOatC Blue No. 2 


Availability & Manufacturing 


Availability: 

Avallabla-Container-Size: 

Contact; 
Product ID: 
AAPCC Code: 

Registry Number: 
Physical Description 
Imprints: 

Aft Imprints: 

Form: 

Color: 

Shape; 


United Stales 
Bottle of 100 
Covidien Mallinckrodt 
6594281 

037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

NDC 0406-8530-01 


M “ The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30 

M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

M30 

Oral Tablet 
Light Blue 
Circle 


€> 1974“ 2011 Thomson Reuters, Ail rights reserved. 


http://www.thomsonhcxom/hcs/librarian/PFDefauUActionId/pf,PrintReady 


2/20/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY '\^o,c ANALYST 

No. of samples tested;_ Evidence WL _ 


PHYSICAL DESCRIPTION: 
\®\3> VoVoo. 





Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; .^•St>G 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocfVstaKIne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

fA<AO<-»sa.C>>C 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE tS- lC:> 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR ^^-9 _ 

DATE 2x3- \ Q 


Revised 7/2005 







MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCi 


Regulatory “Status: 

Schedule II 


ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 

Lactose (Monohydrate) 

Cellulose, Microcrystalline 

Silicon Dioxide 

Sodium Starch Glycol ate 

Stearic Acid 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 100; 10X10 


Contact: 

Actavis Totowa 


Product !D: 

6527175 


AAPCG Code: 

037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 

Acetami nophenor Acetyl sal Icy lie Acid) 

Registry Numbers: 

NDC 52152-0215-02 

NOC 52152-0215-11 


Notes 



Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 



imprint: 

A; 216 


Form: 

Oral Tablet 


Color: 

Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters, All rights reserved. 


http://www.thomsonhc.coni/hcs/librarian/PFDefaultActionId/pf.PrmtReady 

2/20/2011 
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PRELIMINARY TEST RESULTS 











DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 

've. <y\ 

'ii. 

i 


Gross Wt { ):_ 

Gross Wt { ):_ 

Pkg.Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-» ) -j- 
Marquis 
Froehde's 
Mecke's 


Mfcroctvstalllne Tests 

Gold 

Chloride -L. _ 

TLTA (^ -t- 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS CaS^cckj^ 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS COca,vN^ 

MS 

OPERATOR CS^ _ 

DATE \l-'-2X>-\0 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY 


. ANALYST 


No. of samples tested; 


Evidence WL 










DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested; 


AGENCY . ANALYST 

Evidenoe Wt 




PHYSICAL DESCRIPTION: 

v'N \ <^'=1 
toc>Si€- 


GrossWt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 3.0 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (jih-) 
Marquis >- 

Froehde's__ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride _ 

TLTA ( -V) -¥■ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS Cc^CCcjMj:* 
DATE I2.-'\5-lD 


GC/MS CONFIRMATORY TEST 

RESULTS_ COC 6 _ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 

SAMPLE# AGENCY t ANALYST_ 

No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION: 


Q^- ^Vt. 


■?;> ovAocLAi-c^ 




+ 




Gross Wt ( );_ 

Gross Wt ( ):__ 

Pkg. Wt:_ 

Net Wt: \^.2- 

c\4A ^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -jf- 

Marquis_ ^ 

Froehde's_^ 

Mecke's 


IVIIcrocrvstalllne Tests 
Gold 

Chloride as _ 

TLTA ( _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS — c 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS COC 
MS 

OPERATOR 

DATE \-T,^ZC>-’i^O 


Revised 7/2005 
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PRELIWIINARY TEST RESULTS 





















DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ■ ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 

# 

\0 0 \-€. 


Gross Wt{ ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: \0 , & 

CvA6^'v»>V-5= 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate 

Marquis — 

Froehde's_ 

Mecke's 


Wilcrocivstalllne Tests 
Gold 

Chloride 4- _ 

TLTA (—) ^ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS c. cxji^ o 
DATE \ -S-lO 


GC/MS CONFIRMATORY TEST 
RESULTS LOl.c^^Ia. 

MS 

OPERATOR _ 

DATE 7q-\0 


Revised 7/2005 







Area Percent / Library Search Report 




Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_l 6___10\761305 . D 
P.PIRO 

16 Dec 2010 12:49 

BLANK 

1 

DRUGS .M 
RTE 


Abundance 

i ! 


T!C: 761305.D\data.ms 


I 


6000 


4000 


2000 ] 




[ nme--> 


05-1 •.^ I . . . -I.I- 


., ;-T-r-r--l I b-| 1 ■ 


2.00 2.50 3,00 3,50 4.00 4.60 5.00 6.50 61)0 6.50 7^0 7,50 8.00 8.60 9.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761305.D Wed May 25 08:46:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_l 6__10\761306 . D 
P.PIRO 

16 Dec 2010 13:02 

COCAINE STD 

6 

DRUGS .M 
RTE 


Abundance TiC: 761306*D\data.ms 

: I 4.$03 

: 15000001 

i I 

I 1000000 

j 

! 500000 j || 


trjme-->_2.Q0 2.50 3. 00 3.5 0 4 > Q0_4.50 5.00 5.50 6.00 6.50 7.00 7. 50 8.00 8 .S0 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


4.903 


1474463 100.00 100.00 


761306.D 


Wed May 25 08:47:02 2011 


Page 1 


Folk_OIG_PRR 047249 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

D:\System8\12_16_10\761306.D 
P.PIRO 

16 Dec 2010 13:02 

COCAINE STD 

6 

DRUGS .M 
RTE 


Search Libraries: 


C: \Database\SLI . L 
C:\Database\HXST08 . L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.90 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


h/Z“> 



Average of 4.867 to 6,041 min.: 761306.D\data-ms {-) 


182 



122 


^ 135 166 

f ri’f rr j j-rt-nrj r - iX i j i Ti'tTiT t i 


198 


272 ^ 


207 222 244 259 i 281 

■T^rr-mrrTTXT p ^TrrrT-i r |-rrT rj-n-rrhT^ 7Tnr 


303 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 2^80 290 300 


r 


abundance 

80 
60 
40 
20 

0 ^. 


82 




42 


#29: COCAINE 


182 


94 




106 


122 


I I 135 152 166 

k4“h--r-rt^4'-t'r i p b'l 1 | t | i'tV^ jT-rlniTt i r-j 


198 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 2503o 270 280 290 ^0 ^ 


f^T'TrTpr 


214 


244 259 


272 


303 


761306.D Wed May 25 08:47:02 2011 


Page 2 


Folk_OIG_PRR 047250 

































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_16__10\7 61307 , D 
P.PIRO 

16 Dec 2010 13:15 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


jAbundance 


’^1 


TIC: 76i307.D\data.ms 


6000 hi 


4000 


2000 j 


\ 






r . r T-T-i-r-] • 




[r!me-> 2.00 2.60 3.00 

3.60 4.00 4.50 

6.00 5.60 6.00 6.50 

7.00 7.60 8.00 8.50 9.00 9.50 I 


Ret. Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




761307.D 


Wed May 25 08:47:08 2011 


Page 1 


Folk_OIG_PRR 047251 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D; \System8\12_16__10\7 613 08 . D 
P.PIRO 

16 Dec 201 0 13:28 

ASD 

8 

DRUGS,M 
RTF 


jAbundance 


2000000 
1600000 
1000000j 

i 

500000] 


2.00 


4,131 

f. 

2,50 3.00 3,50 4.00 4.50 


TIC: 76130aD\data.ms 

4.003 


ji 

—>~r —r-f ' " I I | . ^ i—1 —I j i —r—1—j—i—r 

_6,00 6^_6.00 6.50 7.00 


I I I j ■ I I I I I I I T-- ] I 

7.50 8.QQ 8,50 9,00 


9.60 


Ret, Time 

Area 

Area % 

Ratio % 

4.131 

308154 

11.20 

12.62 

4.903 

2442366 

88.80 

100,00 


761308.D 


Wed May 25 


08:47:12 


2011 


Page 1 


Folk_OIG_PRR 047252 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761308,D 
P.PIRO 

16 Dec 2010 13:28 



8 

DRUGS, M 
RTF 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C:\Database\PHW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.13 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 
Imidazo[2^1-b]thiazole, 2,3/5,6—tet 014769-73-4 98 
Levamisole 006649“*23“6 97 


Abundance 

j 

80 
60 
40 


Average of 4401 to 4.262 mjn.: 761308.D\data.ms {-) 

148 


73 







101 







121 







127 


28 45 51 


89 


j 


i T 

63 

44- 




H 176 

:ll 167 169 1 ! 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


[abundance 

i 

j 

801 
60 
40 
20 


#61883: Levamisole 


148 


204 


73 


101 


45 


51 


63 


i.nls 


89 


121 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


127 


176 


200 


761308.D 


Wed May 25 08:47:13 2011 


Page 2 


Folk OIG PRR 047253 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\7 61308 . D 
P.PIRO 

16 Dec 2010 13:28 



DRUGS .M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 4.90 C:\Database\SLI.L 

COCAINE 


000050-‘36-2 99 


pibiindance 


Average of 4,861 to 5.053 min,: 761308.D\data.ms (-) 

182 


h/2.-> 



207 _ 222^ 


242 


272 

269 1 281 

r^TTp 


303 




30 40 50 60 70 80 90 100110 120130140160160170180190 200210 220 230 240 260 260 270 280 290 300 


Abundance 

801 
60 
40 
20 

0 

_ 


42 


51 




#29: COCAINE 


182 


94 


105 


122 


136 


162 166 

rr^iVrrTTfrTT-r 


198 


r-^4Vn 


rTTri^T 


214 


244 269 

1 { I / e ) I < rn -r-n 


272 


303 


30 40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 24oSo 260 aTolaO 290 


761308.D 


Wed May 25 08:47:13 2011 


Page 3 


Folk_OIG_PRR 047254 






















Area Percent: / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D; \System8\12_16__10\7 6130 9, D 
P,PIRO 

16 Dec 2010 13:41 

BLANK 
ASD 
1 

DRUGS,M 
RTE 


^undance 


TfC: 761309.D\data.ms 


6000' 'i 


I \ 


4000 


2000 ! 






-T-r-r-T-T-i^r-T“ 


■■■f ' ' ‘ ^■'T ^ ^ ^.^ ^ ' T'’ 


i ' ■ 


mme-> 2.00 2.50 3.00 3.60 4.00 4.50 S.OQ 5.50 6.00 6^50_700 7.50 .8.00 8.50 9.^_9,50_ 


Ret- Time 


Area Area % Ratio % 


**^NO INTEGRATED PEAKS 


761309 -D 


Wed May 25 08:50:22 2011 


Page 1 


Folk_OIG_PRR_047255 











Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\7 61310 . D 
P* PIRO 

16 Dec 2010 13:54 



10 

DRUGS .M 
RTE 


’Abundance 

I j 

I 3000000; 

I I 

: 2000000! 


“TIC: 761310.DWata.ms 
4.$09 



I lOOOOOOj 

I I 

i i 

! : 

! 0^ f 1 

fr(me--> 2.00 


4.130 i 

f, !! 

l —r -T-.T--I 1 < t > ; — I ] 1,^ 

2.50 3 .00 3,50 .^gp_ 


sip 


^ rr-r-T r , , 

6,00_6^0 


7.00 7.60 


8.00 8.50 


9.00 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

4.130 

293847 

7,34 

7.92 

4.909 

3711855 

92,66 

100.00 


761310,D 


Wed May 25 08:50:28 2011 


Page 1 


Folk_OIG_PRR_047256 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquisi tionNleth : 
Integrator : 


Data File: 

D: \System8\12___16_10\7 61310 . D 
P.PIRO 

16 Dec 2010 13:54 



DRUGS . M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: BO 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 


Qua! 

1 

4 . 13 

C:\Database\NIST08.L 
Imidazo[2,1-b]thiazole, 
Levamisole 

Levamisole 

2,3,5,6-tet 014769- 
006649- 
006649“ 

■73“4 

■23-6 

■23-6 

98 

98 

97 


Abundance 


80 


60 


40 


20 

1 ' 

28 45 

Oi-r-r-r : | , 

Mz-> 10 20 30 40 50 


Average of 4.095 to 4.286 min.: 76t310.D\data.ms o; 

148 


73 


101 





121 




204 


■*128 136 142 J|i 157 169 ^1® 


r r ■■[■*■ 

200 


Abundance 

I 80 

i 60 

40 
20 


#61894: lmidazo[2,1-b]tlija2oIe, 2,3,5,6-telfahydrO‘6-phenyl, (S)- 

148 


204 


73 


101 


16 


28 


Wz-> 10 20 30 


39 

I , 

40 


121 


: 63 


_00 

9 

i 



Hi 

ii81 , 

•■T-' 


\\m . ,4 



176 

■!i?8l36 , Jh ,157 169 .1 18 9 


50 60 70 80 90 100 110 120 130 140 150 160 170 .1 80 19 0 


200 


761310.D 


Wed May 25 08:50:28 2011 


Page 2 


Folk_OIG_PRR_047257 
































Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

D:\System8\12_16_10\761310.D 
P.PIRO 

16 Dec 2010 13:54 

ASD 

10 

DRUGS 

RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


JAbundance 

ao 
60 
40 
20 




Average of 4.861 to 5.023 mm.: 761310.D\data.nns 0) 

182 


94 




42 


105 


68 )i I ■ 152 ' 

30 4 0 so 60 70 80 9 0 100110120130 140 1501601701801 90 200 210 220 23 0 2 40 250 260 270 280 290 300 


303 


lAbundance 

80 
60 
40 
20 


8 ^ 


42 


#29: COCAINE 


182 


n 


94 


105 


j 51 65 I •! i 272 

iTi/z- >__30 40 50 60 70 80 90 100110 1201301 40150160 170 180190 200 210 220 23 0 240 250 260 27 0 280 290 300 


761310.D 


Wed May 25 08:50:28 2011 


Page 3 


Folk_OIG_PRR_047258 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\7 61311* D 
P.PIRO 

16 Dec 2010 14:07 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance 


I 

6000i I 


TIC: 761311.D\data.ms 


4000 


2000 








O^'T-f-r^T-T^-^-r-7 ^ I t ^ I ^ I . r■y^ ry-y-. t * , , , . , r-^T-( i-r 1 • I r ) > < T ' ' ■.M ‘ ’ i-f-rv •r-T-p-7-T- 

Ti me-> 2.0Q 2.50 3.00 3.50 4.00 4 .50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 0.60 _ 


Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS^*-* 


761311.D Wed May 25 08:50:56 2011 


Page 1 


Folk_OIG_PRR_047259 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_l6_10\761312.D 
P.PIRO 

16 Dec 201 0 14:20 

12 

DRUGS .M 
RTE 


l^undance 


3000000 


2000000 


1000000 


[rime-> 



Ret. Time 

Area 

Area % 

Ratio % 

4,137 

1388781 

26.69 

36.40 

4,909 

3815178 

73,31 

100.00 


761312.D 


Wed May 25 


08:51:00 2011 


Page 1 


Folk OIG PRR 047260 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\Systein8\12 16 10\761312.D 



Operator 

P.PIRO 



Date Acquired 
Sample Name 
Submitted by 

16 Dec 2010 14:20 



Vial Number 

12 



AcqulsitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.14 C:\Database\NIST08.L 


Levamisole 

006649-23“ 

6 

99 

Imidazo [2, 1-b]thiazole. 

2,3,5,6“tet 014769-73“ 

4 

98 

Levamisole 

006649-23“ 

6 

97 


lAbundance 

i 

8o| 

601 

I 
I 

40i 

20 i 


i ov 

_ 

fSbundance 

80 
60 
40] 

i 

20 j 
0^ 


Average of 4.101 to 4.310 min.: 761312.0\clala.ms (-) 

148 


28 

. 

30 



45 

39 i I 


#61883: Levamisole 


148 


73 


101 


204 




121 I 





i 

127 



45 63 

i 89 

I 


JMm. 

j ; 

J 135 142 i 

li 176 

1 



ki 

il 157 169 I 189 i 



]m/z-> 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


761312.D 


Wed May 25 08:51:01 2011 


Page 2 


Folk OIG PRR 047261 


















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D : \System8\12_16__10\7 61312 . D 
P,PIRO 

16 Dec 201 0 14:20 

ASD 

12 

DRUGS .M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 





30 40 60 60 70 80 90 100 110120 130140150160170180190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


80 

60 

40 

20 

0 


Si2 


42 




r,T|WlM^'T-r4fTWW- 


#29: COCAINE 


182 


94 


105 


122 


135 


198 


^TTT-I^VT-s 'j rTVt-f'rt rr|'lt ' i q m 1 i - i 17 -j 1 3 rr‘| rv TTjT 


214 


244 269 


272 


303 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220^230 240 250 260 270 280 290 300 ^ 


761312.D 


Wed May 25 08:51:01 2011 


Page 3 


Folk_OIG_PRR_047262 





















Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761313.D 
P.PIRO 

16 Dec 2010 14:33 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Sundance 
6000 

4000 

2000 


TIC: 761313.D\dala.ms 




L ^ I'"- 

Time-^> 2.00 2.60 

,_r-j-r-r-r-r-]“-r-T y » ^ ^ i r t , , t 

3.00 3,50 4,00 4.50 5.00 

5.50 6.00 6.60 

7.00 7.S0 8.00 8,50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 


***NO INTEGRATED PEAKS*** 


761313.D 


Wed May 25 08:51:39 2011 


Page 1 


Folk OIG PRR 047263 











Area Percent / Iribrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

D: \System8\12__16__10\7 61314 . D 
P.PIRO 

16 Dec 2010 14:46 



14 

DRUGS . M 
RTF 


Abundance 

3000000| 

I I 

i 2000000 


TIC: 76“l314.D\data.ms 

4^09 


1000000 


4.130 


IL 


2.00 2.50 3.00 


’ ' I ' ' ^ M .' T 

3.50 4.00 4.60 


6,00 6.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9,60 


Ret 

. Time 

Area 

Area % 

Ratio % 

4 . 

130 

1053994 

22.00 

28.20 

4.909 

3737454 

78.00 

100.00 


761314 . D 


Wed May 25 08:51:44 2011 


Page 1 


Folk OIG PRR 047264 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D: \System8\12__16__10\761314 , D 
P.PIRO 

16 Dec 2010 14:46 


ASD 

14 


AcquisitionMeth: 
Integrator : 

DRUGS .M 

RTE 



Search Libraries 

: C:\Database\SLI.L 

C:\Database\NIST08 . L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


4.13 C:\Database\NIST08-L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazoie, 2^3,5/6-tet 014769-73-4 98 
Levamisole 006649-23-6 97 


pbundance 


80 

60 

40 

20 

0 


hi/z-> 


jAbundance 

80 
60 
40 
20 ! 
0 

hi/z-> 


28 


Average of 4.083 to 4.334 min.: 761314-0\data.ms (-) 

148 


73 


39 i 


61 


30 40 60 60_70 


30 


73 


101 


89 


80 90 




121 


127 




157 


176 

169 ] 187 

-i-r | i rr i"r~^T-."^j- 


204 


100 110^ 120 130 140 150 160 170 180 190 200 210 


#61883: Levamisole 


148 


204 


101 





121 





i 


127 





89 


i 

1 



I'i'i 

In 




ii 167 169 ^1® 189 



70 


90 100 110 120 130 140 150 160 170 180 1% 200 210 


761314.D 


Wed May 25 08:51:44 2011 


Page 2 


Folk OIG PRR 047265 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\761314 , D 
P.PIRO 

14:46 

ASD 

14 

DRUGS. M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


^undance 

I 80 
60| 
40 i 


20 




8^ 


Average of 4.861 to 6.047 min.: 761314,D\data.ms {-] 

182 


94 

I 106 


4 

2 



I 



61 



: 

122 

28 , 

4vrjLjiyr^H4*j‘t r\ 

if 

-K.fl] 


H J ^35 


162 


166 

r-rf7TT 


198 


207 222 


77 T 


242 


272 


259 

-tttttt 


281 


303 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 



761314.D 


Wed May 25 


08:51:45 2011 


Page 3 


Folk OIG PRR 047266 















Area Percent / Ijibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\7 61315 . D 
P,PIRO 

16 Dec 2010 14:59 

BLANK 
ASD 
1 

DRUGS .M 
RTE 


lAbundance 


6000 


TIC: 761316.D\data.ms 


4000 


2000 ] 








r--,—-pr-r-T-l y-r-T -vT ^-T-r-nr-.--^ i ,-T-rnr-r- 

hrime-> 2.00 2,50 3,00 3.60 4.00 4.60 

5.00 

5.60 6.00 6,50 

7.00 7.60 6.00 8.60 9.00 9.^ 


Ret. Time Area 


Area % 

Ratio % 


'■MO INTEGRATED PEAKS* 


761315,D 


Wed May 25 08:51:49 2011 


Page 1 


Folk_OIG_PRR 047267 














Area Percent / Library Search Report 


Information from 

File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 
P.PIRO 
17 Dec 201 0 

16 

DRUGS.M 
RTF 


16_10\761316 . D 
6: 57 



^00_^50_3,00 3.50 4.00 4.S0 5.00 5. 50 6.00_6.5 0 7.00 _7.50 8.00 8.50 9-00 9.50 


Ret. Time 


Area Area % Ratio % 


4.143 2349166 29.09 41.03 

4.921 5725435 70.91 100.00 


761316.D 


Wed May 25 08:51:52 2011 


Page 1 


Folk_OIG_PRR_047268 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 

P.PIRO 

17 Dec 2010 



16 

DRUGS , M 
RTS 


16_10\761316. D 
6: 57 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.14 C:\Database\NIST08.L 

Levamisoie 006649-23-6 99 
Imidazo [ 2 , ] thiazole ^ 2,3,5,6-tet 014769-73-4 98 
Levamisoie 006649-23-6 97 


r 


abundance 

80 
60 
40 
20j 

o4 

_ 

l^bundance 


Average of 4.095 to 4.424 min.i 761316.D\data.ms (-) 

148 


73 


101 


28 


39 


121 


204 



1 i 


i 127 i 


? T 

4i|J 

89 



I 

, 135141 

1 176 

I 157 169 I 188 

r 1 T-|-r-7--i—r-j i I't'i j T-T-r-i'’|—TT- r- i-y-TP 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


#61883: Levamisoie 


! 




80 

60 

40 

20 

0 


148 


204 


73 


101 


45 


61 


63 


I 57 1 

■X-r-f ! ‘ 144 


89 


9 




121 


127 


.JJg 


-rT-TTT t)‘| 

30 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 


.Jl,, 

^ 210_i 


761316.D 


Wed May 25 08;51;53 2011 


Page 2 


Folk_OIG_PRR_047269 






















Area Percent / Library Search Report 


Information from Data File: 


File Marne 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D:\System8\12_16_10\761316 . D 
P.PIRO 

17 Dec 2010 6:57 


ASD 

16 


AcquisitionMeth: 
Integrator : 

DRUGS.M 

RTE 



Search Libraries 

C:\Database\SLI . L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C: \Database\PtylW__TOX2. L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


4.92 C: \Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 
60 
40 
20 ] 


I 


42 


27 


51 


8:2 


68 




Average of 4.867 to 5.041 min.: 761316,D\dala.ms (-) 

182 


94 


105 


122 


152 166 

H j n Vj | TT , I [ i 'f i j J rlTp-TT-rl^' 


198 


272 


214223 243 259 


303 


i 281 li 

'iVrryTTT'yn-n j i f'l i | 


infz--> _ 30 40 SO 60 70 80 9 0 1001101201301 4 0 150160 170 1 80 190 200 210 220 230 240 250 260 270 280 290 300 




jAbundance 

80 
60 
40 
20 


42 


8 

94 


3 J 

i 


1C 

)5 

51 68 



I 

i 

122 

iWfVrrWi+ri't 

J 





#29: COCAINE 


182 


i ) 1 t I I j I j I I r-rn-1-f 


198 


214 

^‘rTv-n-p^-1-i’’T 


244 


272 
259 I 

T-rT- p -T- rr - rMi > ■ | m r t j rn i , I'j tr 


303 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


761316.D 


Wed May 25 08:51:53 2011 


Page 


Folk_OIG PRR 047270 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 
P.PIRO 
17 Dec 2010 
BLANK 
ASD 
1 

DRUGS . M 
RTE 


16_10\761317.D 
7 : 10 


Abundanca 


TfC: 761317.D\da^a.ms 


6000 


4000 


2000 








fTime-> 2.00 2.50 3.00 3.50 4.00 4,50 6,00 5,50 6.00 6.50 7.00 7,50 8,00 8,50 9,00 9,50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761317,D 


Wed May 25 08:51:57 2011 


Page 1 


Folk OIG PRR 047271 








Area Percent / Library Search Report 


Information from 
File Name^ : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

D: \System8\12__16___10\7 61318 . D 
P.PIRO 

17 Pec 201 0 7:23 

18 

DRUGS . M 
RTE 


J^bundance 


I 3000000] 


I 2000000 


1000000 


4.131 


4.$09 


TiC: 761318.D\dala.ms 


O^T—!—n—[—!—!— 1 —I—r~T—]—I—[—;——r—j—i—]—[——r—i—j—i—i—i—i—|—i—^—i—i—j—f—i—s—a—j—i—i—i—i—j—i—^—i— f— p 

frime-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 6.50 6.00 6.50 7.00 


■-T "]— 1 — r-r" T — p i-1 L I j-' 5'" j" T ! I I 

7.50 8.00 8.50 9.00 9.50 


Ret 

. Time 

Area 

Area % 

Ratio % 

4 . 

131 

1298171 

24.84 

33.05 

4.909 

3928282 

75.16 

100.00 


761318.D 


Wed May 25 08:52:01 2011 


Page 1 


Folk OIG PRR 047272 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D:\System8\12_16_i0\7 61318 , D 
P.PIRO 

17 Dec 2010 7:23 


ASD 

18 


AcquisitionMeth: 
Integrator 

DRUGS .M 

RTF 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C: \Database\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


4.13 C;\Database\NlST08.L 

Levamisole 006649—23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 97 


Abundance 


80 


60 


j 40 


20 

28 39 f 

O' 

: . 1 i 11 . , 1 1 i i . I 1 1 . 


1 D 1 i j J F I 

30 40 


801 

i 

601 

H 

20 ! 

0 




Average of 4.095 to 4.382 min.: 761318.D\data.ms 6) 

Ij8 


73 


101 


61 




63 

uJU 


89 


121 


127 

I 

I 


. 


30 40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 


Abundance 


I 


761318.D 



#61883: Levamisole 


148 


73 


101 


204 

I 


45 


61 


63 


30 40 



121 

1 



127 

1 89 




! P 

,,,.135 142 ill 157 169 ^1® 189 ill 

1 ' h'--rVn--T-T'^T*-t’'r -T T- r-r-r-r-r-T'-t-^-t-^-T''T-T--f-^-|" v i "t > i ’ 1 ‘i ‘ 


J 

CO - 

o~ 



50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


Wed May 25 08:52:01 2011 


Page 


Folk OIG PRR_047273 

























Area Percent / Library Search Report 


Information from 
File Marne : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

D: \System8\12__16__10\761318 , D 
P.PIRO 

r^De^2^0 7:23 

ASD 

18 

DRUGS, M 
RTF 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


2 4,91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 
60 
40 
20 


8^ 


42 


28 


61 


TT ' r iTl' i' l i iTJ 'f i i ^ > t | -rri i > i H [ i ‘i 'i t | i i (^ j i i j i j ' l ' H i ] i i i l ‘[ i m i j ; i i i g t r i i j i m i j i ; i t j i f ^ | m t i j l‘ i i i j i t i i ] i m i |- T ' i i i y 

30 40 50 60 70 80 90 100110120130 140 150160170180190 200 210 220 230 240 250 260 270 280 290 300 


68 

L-.il 


Average of 4.867 lo 5.047 min.: 761318.0\dal:a.ms (-) 

182 


94 


105 


L-m 


122 


135 


303 


198 


272 


214 


242 259 


288 


m/Z“> 



#29: COCAINE 


182 


105 


122 


)roiz-> 


I I i 135 

■ nH4l"rTT+^4‘‘<'~rrpi*r'I Tt-rr |-r-tVi-p- 


198 


214 


272 

244 259 ! 


303 


30 40 50 60 70 80 90 100 110120 130140 160 160170180 190 200 210 220 230 240 250 260 270 280 290 300 


761318.D 


Wed May 25 08:52:01 2011 


Page 3 


Folk DIG PRR 047274 













Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 61319 . D 
P.PIRO 

17 Dec 2010 7:36 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


jAbundance 
6000 

4000 

2000 


TtC: 761319,D\data.ms 


'V 




[rime--> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761319.D Wed May 25 08:52:05 2011 


Page 1 


Folk OIG PRR 047275 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761320 . D 
P.PIRO 

17 Dec 201 0 7:49 

ASD 

20 

DRUGS.M 
RTE 


/Xbundanca 


TIC: 761320,D\dala.ms 


41 

t09 

3000000 



2000000 




I 4.136 


1000000- 

i ! 

1 ( 


0^ 

Tlme-> 

1 

! 

2.00 2.50 3.00 3.60 4,00 4.50 6.00 6,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret ^ Time 

Area 

Area % 

Ratio % 

4.136 

1486692 

24,87 

33,10 

4.909 

4491569 

75.13 

100.00 


761320.D 


Wed May 25 08:52:08 2011 


Page 1 


Folk OIG PRR 047276 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SystGm8\12_16_10\7 6132 0 . D 
P.PIRO 

17 Dec 201 0 7:49 

ASD 
20 

DRUGS ,M 
RTE 


Search 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


1 4.14 C;\Database\NIST08.L 

Levamisole 00664 9”23'«“6 

Imidazo [2 ^ 1-b] thiazole, 2,3^5,6-tet 014769^73‘--4 
Levamisole 00 664 9-23--6 


Abundance 


Average of 4,094 to 4.328 min.: 761320.D\dafa,ms (-) 

148 


39 I 03 II' j I 11 II 

30 40 50 60 70 M 90 100 110 120 130 140 150 160 170 180 190 200 210 




Abundance 


#61883: Levamisole 




30 40_50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 



761320.D 


Wed May 25 08:52:09 2011 


Page 2 


Folk OIG PRR 047277 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D:\System8\12_16_10\7 6132 0 . D 
P.PIRO 

17 Dec 2010 7:49 


ASD 

20 


AcquisitionMeth: 
Integrator : 

DRUGS . M 

RTE 


Search Libraries 

: C:\Database\SLI.L 

C:\Database\NIST08 . L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4.91 C 

:\Database\SLI,L 

COCAINE 

000050-36-2 99 

^Abundance 


Average of 4.867 to 5.047 min,: 761320.D\data.ms (-) 

oW 

! 

80 


1 





60 
40 
20 

0 i r r 4|h rr 


94 


42 


51 


27 


67 


105 


r^yj! 


122 




135 166 


303 


198 

! 214223 

tTT| Trr'T'^'i' sn i jttttjttt-t 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


272 

243 260 I 281 

Tjn-rqnrT'TTp- 


jAbundance 


8;2 


80) 

! 

601 
40 
20 
0 


#29: COCAINE 


182 


42 


94 


105 


122 




. .W r- rn - 


135 


162 


166 


198 


214 


rrfT 


244 269 


272 


303 


30 40 50 60 70 80 90 100 110 12 0 130140150160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


761320,D 


Wed May 25 


08:52:09 2011 


Page 3 


Folk OIG PRR 047278 





























Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

D; \System8\12__16__10\761321 
P.PIRO 

17 Dec 2010 8:02 

BLANK 
ASD 
1 

DRUGS .M 
RTE 


D 


jAbundance 


6000 


4000 


2000 i 


TfC; 76132tD\data.ms 


1 


—|-^r"r--T^t"y 1 r^r" i 




l") -Tr-f-j-i-'j-v--!. r-v'j .. 1 .1. i-'-T-n— j. 


h'lme-> 2.00 2.60 3*00 3*50 4*00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8*50 9.00 9*50 


Ret, Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS^^* 


761321,D 


Wed May 25 08:52:14 2011 


Page 1 


Folk OIG PRR 047279 









Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\7 61322 . D 
P.PIRO 

17 Dec 201 0 8:15 

ASD 

22 

DRUGS . M 
RTE 



Abundance 

I 2500000 1 
2000000 
1500000 
1000000 
500000 


Time-> 2,00 2,50 


Ret, Time 


Area Area % Ratio % 


2.166 
2.406 
4 . 131 
4.909 


229482 

121903 

771907 

3071442 


5.47 7.47 

2.91 3.97 

18.40 25.13 

73.22 100.00 


761322.D 


Wed May 25 


08:52:19 


2011 


Page 1 


Folk OIG PRR 047280 











Area Percent / I^ibrary Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761322•D 
P.PIRO 

17 Dec 201 0 8:15 

22 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\N1ST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.17 C:\Database\NIST08.L 

Ecgonidine/ methyl ester 127379-24-2 98 
2—Carbomethoxy-8-rnethyl —8-azabicycl 043021-26-7 96 
3,5-Dimethoxyphenethyiamine 003213-28-3 47 


jAbundance 

i 

80 
60 
40 
20 
0 

^/z-> 


Average of 2.130 to 2,238 min.: 761322,D\data.ms {-) 

1$2 


42 


27 


82 


51 


67 


68 




94 


122 


106 


138 




181 


166 


••p 


207 


Abundance 

! 
i 
I 

80 f 

6oj 

40 
20 
07 


30 40 50 60 70 80 90 100 11 0 120 130 140 ISO 160 17 Q 180.190 200 

1$2 


#45192: Ecgonldlne, methyl ester 


181 


122 


106 


138 

I 


166 




^ ^ 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


761322.D 


Wed May 25 08:52:20 2011 


Page 2 


Folk OIG PRR 047281 


















Area Percent. / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 


D:\System8\12_16_10\761322.D 
P.PIRO 

17 Dec 2010 8:15 


22 

DRUGS.M 


Integrator 

: RTE 



Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST08,L 

Minimum Quality 

: 80 



C:\Database\PMW_TOX2.L 



PK# 

RT 

Library/ID 

CAS# ( 

Dual 

2 

2.41 

C:XDatabaseXNISTOS.L 





Ecgonine methyl ester 

106293-60-1 

97 



Ecgonine methyl ester 

106293“60-1 

95 



Ecgonine methyl ester 

106293-60-1 

94 

Abundance 


Average of 2.370 to 2.442 min.: 761322.D\data.ms (-) 

1 


80 

60 

40 

20 

0 


8i2 


42 


28 


rn/z-> 


65 




68 




96 


I j 122 140 165 


168 




182 


199 


7- 


207 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

j 60 

I 60 

40 

20 

I ^ 

m/z-> 


42 


82 


56 

.4^ 


68 


76 


#58524: Ecgonine methyJ ester 


96 


112 


i103 


122^28 

t -,-, 


140 

,, ! I,, 


168 


H' 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 


162 

180 190 


199 


200 


761322 . D 


Wed May 25 08:52:20 2011 


Page 3 


Folk DIG PRR 047282 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 

P.PIRO 

17 Dec 201 0 

ASD 

22 

DRUGS.M 
RTE 


16_10\761322.D 
8 : 15 


Search Libraries: 


C:\Database\SLI•L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3 4.13 C:\Database\NIST08.L 

Levamisole 006649-23"’6 99 
Imidazo[2,1-b]thiazole, 2,3/5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 97 


Abundance 

i 

I 80 

60 

I 40j 

I 2o| 

0 


Average of 4.101 to4.364 mm.: 761322.D\data*fns 6) 
148 


73 


51 


hr>/z-’> 


39 I 63 

. i ^ l^[ I i ■ JfiJh ilH-i ' l - tk i'j ‘ 


101 


89 

111 1 


121 


111.J 


30 


204 


jl 167 189 ,L 


i f-p-l'T 


1 ■ j-TT^ryT-rrTp-TT-T^T-rrTi-rT-ri-T-r-,- 


281 


j-nrr^ 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 2 60 270 280 


^bundanca 





30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 


761322.D 


Wed May 25 08:52:20 2011 


Page 4 


Folk OIG PRR 047283 















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 
P.PIRO 
17 Dec 2010 

ASD 

22 

DRUGS .M 
RTE 


16_10\761322.D 
8 : 15 


Search Libraries: 


C:\DatabaseXSLI . L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4 4.91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Average of 4.843 Jo 4.981 min.: 761322.D\data.ms (-) 

182 


105 


122 


hn/Z“> 


135 1S2 166 

' ] [ 1 il i’ j 1 < ^ l‘j H } ! ^^1 { I i 1 n ftV T’^^Tl'TyrT'r 


198 


303 


207 222 242 260 


272 


288 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 2^ 270 280 290 300 


lAbunctance 


!nn/z--> 



94 


105 


#29; COCAINE 


162 


122 


135 ^66 


198 


flVn 


214 

TJTTTTJT 


244 259 

TJTTT^jn-^TJT 


272 


30 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 240 260 260 270 280 


303 


■rn-y-vm-j-, .t 

290 300 


761322 , D 


Wed May 25 08:52:21 2011 


Page 5 


Folk OIG PRR 047284 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761323.D 
P.PIRO 

17 Dec 2010 8:28 

BLANK 
ASD 
1 

DRUGS. M 
RTE 


Abundance 


TIC: 761323.D\data.ms 


! ^ ^ 

! 60001 i 


4000 


V. 




2000 


u ■ V -r-i-r T T-r-i r ■i- t-t-, f-j-r -t 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 

6.00 5.50 6.00 6.50 

7.00 7.50 8.00 8.60 9.00 9,60 


Ret , Time Area 

Area % 

Ratio % 


***NO INTEGRATED PEAKS*** 


761323.D Wed May 25 08:52:26 2011 


Page 1 


Folk OIG PRR 047285 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 

P.PIRO 

17 Dec 201 0 

ASD 

24 

DRUGS . M 
RTE 


16_10\761324,D 
8:41 



4000000 

3000000 

2000000 

I looooooi 


fTfme-> 2.00 2.50 3.00 3.60 4.00 4.50 6.00 6.60 6,00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2,172 
4 , 136 
4.915 


118245 1,46 1*91 
1787134 22.04 28,80 
6204484 76.51 100,00 


761324.D 


Wed May 25 08:52:30 201: 


Page 1 


Folk OIG PRR 047286 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D;\System8\12_16_10\761324 . D 
P,PIRO 

^^De^ 2010 8:41 

ASD 

24 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NISTO8.L 
C:\Database\PMW TOX2,L 


Hinimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 2.17 C:\Database\NIST08.L 

Eegonidine, methyl ester 127379-24-2 91 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 70 
2(IH)-Pyridinone^ 4-hydroxy-6-methy 007135-82-2 50 



Average of 2.142 to 2.382 min.: 761324.D\data.ms {-) 

1$2 


42 


82 


27 


51 66 




91 


122 


■'1 


106 

i-t44-t 


138 




181 

! 


166 






207 


_ 30 40. 50 60 70 ^0 9 0 100 110 120 130 140 ^5^ 160 170 180 190 200 

ISbundance 


#45192: Ecgonidlne, methyl ester 


I 


1$2 


80 

60 

40 

20 


122 


106 


h7/z-> 


138 


166 


181 


30 40 50 60 70 ^ 110 120 130 140 160 160 170 180 190 200 


761324.D 


Wed May 25 


08:52:30 


2011 


Page 2 


Folk OIG PRR 047287 




















Area Percent / Library Search’ Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\761324 . D 
P. PIRO 

17 Dec 201 0 8:41 

ASD 

24 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


2 4.14 C:\Database\NlST08.L 

Levamisole 006649-23—6 99 
Imidazo[2^1-b]thiazoie^ 2,3^5,6-tet 014769-73—4 98 
Levamisole 006649-23-6 97 


^^bundance 

i 

I 80 
60 
40 
20 
0 


28 


39 


45 61 


VWi- 


63 


Average of 4,088 to 4,310 min.: 761324.D\data.ms (~) 

148 



30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 



761324.D 


Wed May 25 08:52:30 2011 


Page 3 


Folk OIG PRR 047288 


















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 
P.PIRO 
17 Dec 2010 

24 

DRUGS .M 
RTE 


16_10\761324.D 
8:41 


Search Libraries: 


C:\Database\SLI,L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


GAS# 


Qual 


3 4.91 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


mi 


ml 


40i 


20l 


42 


m/z- 


30 40 50 60 


51 


82 


68 


Average of 4.861 to 6.047 min.: 761324.D\data.iins (-) 

182 


94 


105 


44 


122 

1 I 185 


152 


166 

irl-frT 


198 


214223 242 


■l|fji| ^.jl 

70 80 90 10Q 11Q 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


258 


272 

I 


281 


303 



#29; COCAINE 


182 


135 ^66 


b/z--> 




T:-4V, 


198 

VrryrTiiY'" 


214 


244 259 


272 




T-pr 


303 


30 40 50 60 70 80 90 100110120130140150 160 170180190 200 210 220 230 240 260 260 270 280 290 300 


761324.D 


Wed May 25 08:52:31 2011 


Page 4 


Folk OIG PRR 047289 


















Area Percent / l^ibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\7 6132 5 . D 
P.PIRO 

17 Dec 2010 8:53 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance 


6000 


TIC: 761326.D\data.ms 


4000 


2000 


PI. 






; u 1 i -1 T-i-'s ' y ■r r-T'-r--; r-'r- 

h'ime-> 2.00 2.60 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 6.50 

7.00 7.50 8.00 8.50 9.00 9.60 j 





Ret. Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




761325 . D 


Wed May 25 08:52:34 2011 


Page 1 


Folk OIG PRR 047290 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
Acquis!tionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 6132 6. D 
P. PIRO 

17 Dec 201 0 9:07 

ASD 

26 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

600000 



T(C: 761326,D\data,ms 


r T ’I T 1 

Time-> 2.00 2.60 3,00 

3.60 4.00 4,50 5.00 

■ ' ^ 1 ' ' ^ M ' > 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4,131 

361687 

17.50 

21.21 

4,903 

1705294 

82.50 

100.00 


761326.D 


Wed May 25 08:52:39 2011 


Page 1 


Folk OIG PRR 047291 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 

P.PXRO 

17 Dec 201 0 

ASD 

26 

DRUGS.M 
RTE 


16_10\761326.D 
9 : 07 


Search Libraries: C:\Database\SLI.L 

C:\Database\NISTO8,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.13 C:\Database\NIST0e.L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3^5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 98 


Abundance 





204 


157 169 


176 


'■] 




60 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


Abundance 

I 

j 

80 
60 
40 
20 
0 


#61683: Levamisole 


-T—-t' 

30 40 


73 


46 63 

50 60 70 80 


101 


89 


121 


95 


,108 


127 




90 



157 J 69 ■ ]; t 89 
100 110 120 130 140 160 160 170 180 190 200 


761326.D 


Wed May 25 08:52:39 2011 


Page 2 


Folk OIG PRR 047292 

























Area Percent / Library Search Report 


Information from 
File ISiame 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\761326 . D 
P.PIRO 

17 Dec 2010 9:07 



26 

DRUGS, M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qua! 


2 4,90 C:\Database\SLI , L 

COCAINE 


000050-36-2 99 


Abundance 


80 


60 


40 


20 


I 


Average of 4.855 to 5,0t7 min.: 761326.D\data.ms 0) 


182 


94 


42 


L 


I 28 

0 Wi r 4V t't L'j 


\fz-> 


67 


105 

I 


122 

I 




135 


152 166 


198 


207 222 242 


272 

269 I 281 

T' p 'T'lTI'f 


303 


"T" • 1 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


}^byndance 


#29: COCAiNE 


m/z-> 



162 


122 


135 


198 


f I'I I 1 !‘/-Vp-ri-r rj-rrrT-|^T-T| 


7^ 


214 


244 259 


272 


303 


T f 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


761326.D Wed May 25 08:52:39 2011 


Page 3 


Folk OIG_PRR_047293 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired r 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16___10\761327 . D 
P. PIRO 

17 Dec 2010 9:20 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


^bundance 


TIC: 761327.D\data,ms 


6000 

4000 

2000 

0 


\ 








N'ime--> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 








Ret . 

Time 

Area 

Area 

& 

o 

Ratio % 


***NO INTEGRATED PEAKS*** 


761327.D Wed May 25 08:52:44 2011 


Page 1 


Folk OIG PRR 047294 






Area Percent / Library Search Report 


Info rma tio n f r om 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 

P.PIRO 

17 Dec 201 0 

ASD 

28 

DRUGS.M 
RTE 


16__10\761328 . D 
9:32 


l^iindance 
I 4000000I 

I 

i 3000000] 

2000000 

1000000 

0 ^ T I r' l ^ I j I 

Tjme-> 2X0 2.50 


TiC: 7ei32a,D\data;rns 

4.$15 


4U37 


, , , . , j--VV-T--rn--T--T--rlVT^^^^ .T T -, , - 

3.0^ 3.50 4.00 4.50 5.00 5.50 6,60 __7,00 


7?5Q 8.00' 8.50^ 9.00 


9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.137 

1574868 

22.59 

29.18 

4.915 

5396315 

77.41 

100,00 


761328,D 


Wed May 25 08:52:48 2011 


Page 1 


Folk OIG PRR 047295 



















Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\System8\12 16 10\761328.D 



Operator 

P,PIRO 



Date Acquired 

17 Dec 2010 9:32 



Sample Name 




Submitted by 

ASD 



Vial Number 

28 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qua! 


4.14 C:\Database\NISTO8,L 
Levamisole 

Imidazo[2^1-b]thiazole, 
Levamisole 


2,3,5,6”tet 


006649-23- 

014769”73- 

006649-23- 


99 

98 

97 


J^bundance 

i 

j 80 
60 
40 
20 
0 

_ 

Abundance 

80 
60 
40 


26 


hi/z-> 


Average of 4.101 to 4,382 m!n.: 761328,0\data,nis (-) 

148 


73 


101 


121 


39 


45 


63 






89 


127 

i 






J^5l4t , 

-P-T-4-t^ 


157 168 1 ® 187 


204 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 1^ 180 190 200 


#61883: Levamisole 


148 


204 


73 


101 


i 


121 

i 1 

! 


1 

i ; 

I 127 

45 63 


89 








l|1 


,,,,135 14? ii 157 169 | 189 

^"1 , T'l'l |l , , . . . . M' rl^-rr-v-rT-rr-r-rn^l-H^ 


30 40 SO 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


761328,D 


Wed May 25 08:52:48 2011 


Page 


Folk OIG PRR 047296 




















Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761328.D 
P.PIRO 

17 Dec 2010 9:32 

ASD 

28 

DRUGS, M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08,L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 4.92 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


SO 


60 


40 


20 


m/Z“> 


42 


61 


jl.i l l i,l 


Average of 4,861 to 5.041 m!n.: 76132S.D\dala.nis (-) 



27 


30 40 50 60 70 80 90 100110120130140150160170 180190 200 210 220 230 240 250 260 270 280 290 300 



82 


42 


I 


#29: COCAINE 


182 


94 


105 




122 

, I 135 

i ‘j) I 1 i '|Tl 11 M 1 ^ i } ! 


152 


166 


198 


214 


r- 


244 269 


272 


303 




ryr 


■rjT 


30 40 60 60 70 80 90 100110 120130 140 150160170180190 200 210 220 230 240 250 260 270 280 290 300 


761328.D 


Wed May 25 08:52:48 2011 


Page 3 


Folk OIG PRR 047297 


















Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12 
P.PIRO 
17 Dec 2010 
BLANK 

1 

DRUGS. M 
RTE 


16__10\761329 . D 
9:45 


Abundance 

k 

h 

6000 j 


TfC: 7ei329,D\data.ms 


4000 i 


20001 








■ ■ r" ' i "'i ' "I ' "I.I.T'“T—j—I—I—1—1—]— \ —r-T-i—f— 


h'ime-> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 5,50 6,00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761329.D 


Wed May 25 08:53:20 2011 


Page 1 


Folk OIG PRR 047298 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761330,D 
P,PIRO 

17 Dec 2010 9:58 

COCAINE STD 

6 

DRUGS .M 
RTE 


Abundance... . TJC: 761330.O\data.ms 


; 1600000 

I 

f000000 

500000 

0 

Time-> 


4.( 

m 

] i 

! i 

i 1 

* 1 t 1 t 1 f 1 ^ r- <111^11—> ' 1 r"-r"r"r"i—r"r"r"f"i i i ^ 

1 

■ 

1 1 T 1 t t 1 -1 -T 1 1 F 1 F 1 t < >• 1 1"n—r-T—1—1—r-T—i—r'l—r—r-'i—r—i—^ > b i p i i i i—i— r , p • 


2.00 2.50 3,00 3,50 4.00 4.50 5.00 6.60 6.00 6.50 7 .00 7.50 8.00 8.50_9.00_ 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4 .903 

1755247 

100,00 

100.00 


761330.D 


Wed May 25 


08;53:23 


2011 


Page 1 


Folk OIG PRR 047299 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\System8\12 16 10\761330.D 



Operator 

P. PIRO 



Date Acquired 

17 Dec 2010 9:58 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

6 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qua! 


1 4,90 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 



Average of 4.855 to 5.053 min.: 761330.D\data.ms (-) 


182 


122 

1 



30 40 50 60 70 80 50 100 110 120 130 140 1 SO 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

j^bundance 


#29; COCAINE 


82 


801 
60 j 
401 

i 

20 j 

! 

oi 


42 


68 


182 


94 


105 


m/z-> 




122 


i . , 135 

rr^rt iTTf-rpVrTjTTi 


198 


214 


TTTTTTT~l~T 


244 269 


272 


303 


xyr 


30 40 50 60 70 80 90 100110 120130 140150160170180 190 200 210 220 230 240 250 260 270 280 290 300 


761330.D 


Wed IMay 25 


08:53:23 2011 


Page 2 


Folk OIG PRR 047300 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Viai Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \Systems\12__16__10\761331 . D 
P.PIRO 

17 Dec 2010 10:11 

BLANK 
ASD 
1 

DRUGS .M 
RTE 


Abundance 

il 

6000 j 


TIC: 76133iO\data.ms 


\ 


40001 


Hkiii. 




2000i 


0^ , , . V ,- 




.^.I-' 


■'I' '.' 


“n ' ' ' t■ 


mme-> 2,00 2.50 3.00 3.50 4,00 4,50 5.00 6,60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


761331,D 


Wed May 25 09:04:55 2011 


Page 1 


Folk OIG PRR 047301 








Area Percent / Library Search Report 


Information from 

File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761332,D 
P,PIRO 

17 Dec 201 0 10:25 

ASD 

32 

DRUGS.M 
RTE 


Abundance 


3000000 


2000000 


1000000 


TIC: 761332,0\data,ms 



4.< 

m 

4.131 

! 


2.406 



2.160. 

-1 1— ^ —1—1 1 1 1 i 1— r-T 


r^VT 1 t t 1 1 1 1 1 —^ I i r~1—rn—(— t-t— i— — i — i — i—i—i — r-i — |-i t- r i t i— t—r- 1 —i—i—, ■ , ■ i \ 


mme-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 6,50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 


Area Area % Ratio % 


2.160 

146428 

2.45 

3.54 

2.406 

306138 

5.12 

7.40 

4 . 131 

1382779 

23.14 

33.41 

4.909 

4139241 

69.28 

100.00 


761332.D 


Wed May 25 


09:04:58 2011 


Page 1 


Folk OIG PRR 047302 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D: \System8\12_16_10\7 61332 . D 
P.PIRO 

17 Dec 2010 10:25 


ASD 

32 


AcquisitionMeth: 
Integrator : 

DRUGS.M 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C: \Database\NIST08.L 

C: \Database\PMW__TOX2 . L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 2.16 C:\Database\NIST08.L 

Ecgonidine, methyl ester 127379-’24-2 98 
2”Carbomethoxy“8-methyl“8-azabicycl 043021**26~7 94 
1,4“Benzenediol, 2,3 ^ 5-trimethyl*- 000700-13-0 43 


Abundance 

' \ 

I 80^ 

I : 

I 60^ 

I 40j 

! 20l 


Average of 2.124 to 2.232 min.: 761332.D\dala.ms (-) 

1^2 


80- 
601 
40 
20 
0 


42 


I 


82 


51 ®l 65 7., i I ^ 

'- b-rV4W ^, -vJ 1 4^1 i4^. r-r-M 


94 


106 


122 

i 


-d 


138 



_ 30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 

i^bundance 


#45192: Ecgonidine, methyl ester 


122 


106 


hi/z-> 


‘‘r 


138 




30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 



761332.D 


Wed May 25 09:04:58 2011 


Page 2 


Folk OIG PRR 047303 














Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Search 

Libraries: C;\Database\SLI.L 

C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

2.41 

C:\Database\NIST08.L 

Ecgonine methyl ester 
Pseudoecgonine methyl ester 
Ecgonine methyl ester 

106293-60-1 

099189-88-5 

106293-60-1 

98 

96 

96 


Data File: 

D: \System8\12___16_10\7 61332 , D 
P.PIRO 

17 Dec 201 0 10:25 

ASD 

32 

DRUGS. M 
RTE 


Average of 2.370 to 2,442 min.: 761332.D\dala.fns (-) 


28134 

140 

148/55 ^ 

168 

182 

199 


i f i 1 

140 

150 160 

' ^ M ^ 

■' ■ r* ’ '"^FT-r 

180 190 

200 



761332.D 


Wed May 25 09:04:58 2011 


Page 3 


Folk OIG PRR 047304 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\7 61332 . D 
P.PIRO 

r^De^201 0 10:25 

ASD 

32 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NISTO8.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


3 4.13 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 

Imidazo [ 2 , l-'b ] thiazole iP 2,3f5,6"'tet 014769-73-4 98 

Levamisole 00664 9”23'-6 97 



Abundance 

80 
60 
40 
20 
0 


#61883: Levamisote 


148 


204 


73 


101 


45 


51 





121 







127 


' 63 


89 






U. ...... 

ll ,108 11^, 

r T rT 1. 


L,135 142 

il 157 


hi/z-> 


176 

169 1 189 


I.. 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


761332.D Wed May 25 09:04:59 2011 


Page 4 


Folk OIG PRR 047305 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name ; 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_16__10\761332 , D 
P.PIRO 

17 Dec 201 0 10:25 

32 

DRUGS.M 
RTE 


Search Libraries 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qua! 


4 4.91 C:\Database\SLI.L 

COCAINE 


000050-36'“2 99 


Abundance 

80 
60 
40 
201 
0 


Average of 4,849 to 6.047 min.: 761332.D\data.ms (-) 





303 


198 


207 222 


272 

244 259 i 288 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 22o' 230 So 250 260 270 280 290 300 


Abundance 

80 
60 
40 
20 
0 


6^ 


#29: COCAINE 


182 


94 


42 


61 

r-i-fUUvn 


68 


m/z-> 






105 




122 

„ J 136 1f 

i'l'j I IT t H'! (TITl'-H-fTTT-Tj-rl'rT-j ' I 


198 

I 214 

r’vr IY": V nyrTT-yT-rrrr 


244 269 

rrrrvTT-f-i mm. 


272 


303 

M Jj M 


30 40 50 60 70 80 90 100110 120 130 140160 160170 180190 200 210 220 230 240 260 260 270 280 290 300 


761332.D 


Wed May 25 09:04:59 2011 


Page 5 


Folk OIG PRR 047306 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\System8\12 16 10\761347.D 

Operator 

P.PIRO 

Date Acquired 

17 Dec 2010 13:40 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator : 

RTE 


Abundance 

TIC: 761347,D\data,ms 

6000 

1 

4000 

\ 

2000 

A 


U 

Time--> 

1 -11 , -1 , 1 r -r-T-^;-n-n--^ r i-t-. i . . i i | . i i i | i i . i | i i.i-i-f-r-fV r-[ -1.r--r-r-|-r--r-r r-J-r-T r-i-f T-r-T~^- 

2.00 2.50 3.00 3.60 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS*** 


761347.D 


Wed May 25 09:05:14 2011 


Page 1 


Folk OIG PRR 047307 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D; \System8\12__16_10\7 6134 8 . D 
P.PIRO 

17 Dec 2010 13:53 

COCAINE STD 

6 

DRUGS . M 
RTE 


i^bundance 


TIC: 761348.D\dala.ms 

4.$03 


1500000 

1000000 

500000 


U 1 i 1 < 1 1 J 1 

|rime-> 2.00 2.50 

f , , , . ^ . ! . , ^ i f , , , , 1 , , , r-] , 

3.00 3.60 4.00 4.50 5.00 

5.50 

T-T-pr-r- 

6.00 

6.60 7.00 7.50 8.00 8.60 9,00 9.50 


Ret * Time 

Area 

Area 

Q. 

■O 

Ratio % 

4.903 

1761051 

100 , 

00 

100.00 


761348.D 


Wed May 25 09:05:18 2011 


Page 1 


Folk OIG PRR 047308 













Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_16__10\7 6134 8 . D 
P,PIRO 

17 Dec 2010 13:53 

COCAINE STD 

6 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08•L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.90 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 





Average of 4,861 to 6,035 min.: 761348.D\data.ms (-) 


182 


94 


105 




122 


I 136 il 

) j . ; ! . . , , J . -p-ri-.f ll rrr 


198 


303 


207 222 242 

rjrm j i rr 


272 
259 I 281 


30__40 50 80 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 2^50 260 270 280 290 300 


^bundance^ 


#29: COCAINE 




60 

60 

40 


182 


20 


94 


42 


hi/z-> 


M1 ^ 68 

0 trr-iy I . 


105 


122 


>135 152 166 

VTVttTT-rTj-WV I j 1 llr 


198 


214 

'V' 


244 259 


272 


303 


30 40 50 60 70 80 90 100 110 120 130140160160170180 190 200 210 220 230 240 250 260 270 280 290 300 


761348.D 


Wed May 25 09:05:18 2011 


Page 2 


Folk OIG PRR 047309 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\12_16_10\761350 . D 
P.PIRO 

17 Dec 2010 14:19 

BLANK 


DRUGS.M 
RTE 


Abundance 
8000 ] 


TIC: 761350,D\data:ms 


h 

6000 

i 

4000 ! 


2000 




V • M ‘ I - ^ * I ■ r-T-T-T-r-r-r 

fT!me*'> 2.00 2.50 3.00 

4.00 4.60 

-v-r-,-, r-r,-T-. 1 1 1 I r-.- > i 

5.00 6.50 6.00 6.50 

7.00 7.60 8.00 ^0 9.00 9.b 


Ret, Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




761350.D 


Wed May 25 08:58:25 2011 


Page 1 


Folk OIG PRR 047310 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\761351 
P.PIRO 

17 Dec 2010 14:32 

OXYCODONE STD 

51 

DRUGS. M 
RTE 


D 


Abundance TIC: 761351.0\data,ms 


400000 


106 

300000 



200000; 



100000 


j 

n 


1 

V. 


1 - M - 

irfme-> 2.00 2.50 

3.00 3.60 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7.50 8.00 8.60 9.00 9.k 


Ret. Time 

Area 

Area 

"O 

Ratio % 

6.406 

594838 

100 . 

00 

100.00 


761351.D 


Wed May 25 08:50:28 2011 


Page 1 


Folk OIG PRR 047311 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\System8\12 16 10\761351.D 

Operator 

P.PIRO 

Date Acquired 

17 Dec 2010 14 : 32 

Sample Name 

OXYCODONE STD 

Submitted by 
Vial Number 

51 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Databa3e\NIST08.L 

C:\Databa3e\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 6.41 C:\Database\NIST08.L 


Oxycodone 

000076-42«»6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 




761351.D Wed May 25 08:58:28 2011 


Page 2 


Folk OIG PRR 047312 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
S amp1e N ame ; 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Data File; 

D; \System8\12__16__10\7 61353 . D 
P. PIRO 

17 Dec 2010 14:58 

BLANK 
ASD 
2 

DRUGS.M 
RTF 


Abundance 


6000^ 


T!C: 761353.0\data.ms 


4000 


2000 


V 


'X 






2,00 2.50 

3,00 3,60 

4,00 4M 6.00 

6.60 6,00 6.50 

7.00 7.60 8,00 8.50 9.00 9.60 


Ret* Time 


Area 

Area % 

Ratio % 


'NO INTEGRATED PEAKS*** 


761353.D 


Wed May 25 08:58:35 2011 


Page 1 


Folk OIG PRR 047313 








Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_16__10\7 6135 4 . D 
P,PIRO 

17 Dec 2010 15:11 



DRUGS,M 
RTE 


Abundance 
I ! 

} 10000001 

800000j 

eoooooj 

: 400000 

! 200000 

! 

• 0^ I ~ i j |- j } 

[rime- > 2.00 2.50 3,00 


TIC: 761354,b\data.ms 
6.412 


|i 

'I 


I j I j t - t -i t j ! ^ t-, — |--T - T " 'T - T- y -T-- r --7' -f -'i i i j Y '* * ' ' ^ ‘ 

3.50 4,00 4.50 5.00 5.50 . 6,00 6.5 0 7,00 . 7.50 


8.00 


M ‘ ‘ ■ i » 

8.60 _ 9.00 


-r-pm- 

9.50 


Ret, Time 

Area 

Area % 

Ratio % 

6.412 

1688898 

100.00 

100.00 


761354.D 


wed May 25 


08:58:39 


2011 


Page 1 


Folk OIG_PRR_047314 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\12_16_10\761354.D 
P.PIRO 

17 Dec 2010 15:11 


ASD 
54 

DRUGS-M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW T0X2,L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


6.41 


G:\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

I j 

Average of 6.358 to 6.610 min.: 761354.D\data.ms {-) 


3]5 

i 


80 

60 

40 

20 

0 


28 


m/z-> 


Abundance 

BO 
60 
40 
20 


42 70 

65 


230 


40 


60 


116 


84 98 

_i_kj 

80 100 


140 


12B 


159 


175 


187 


201 


214 


268 

120 140 160 180 200 220 240 260 280 300 


fi 272 287 

r- 1 ‘ J-■ I■ ■ r — 1- ^ 


#148102: Oxycodone 


230 


4.0 
128 



175 


187 


201 


214 


lf“r^-4 


258 

244 || 272 286 


140 160 180 200 220 240 260 280 


4- 


300 


761354.D 


Wed May 25 08:58:39 2011 


Page 


Folk OIG PRR 047315 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

D: \System8\12_16__10\7 6135 6. D 
P,PIRO 

17 Dec 2010 15:37 

BLANK 
ASD 
2 

DRUGS. M 
RTE 


jAburtdance 


irC: 76135aD\data.ms 




i 6000 

I 

4OO0j 


I 




20001 


----rnr-i-r 


y-i-r-'T-T-j-.'-r-T-i | -V , - . pr -t ' j ' < , -ry- ■ r-y-r^-r^f- 


j Time" > 2.00 2.50 3,00 _^0 4.00 4,50_5,00 5.50 6.00 6.50 7.00 7.50 8,00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS’^** 


761356,D 


Wed May 25 08:58:46 2011 


Page 1 


Folk OIG PRR 047316 











761357,D Wed May 25 08:58:51 2011 


Page 1 


Folk OIG PRR 047317 









Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT Litarary/ID 

CAS# Qual 


1 

CM 

CO 

C:\Database\NIST08,L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 


Data File: 

D:\System8\12_16_10\761357.D 
P.PIRO 

17 Dec 2010 15:50 



57 

DRUGS , M 
RTE 



Abundance 

80 
60t 

40 
20 
0 




42 


56 


40 




#148102: Oxycodone 


60 


I-*® 

S'* I 

, .Ijiiii, I lil[l 

80 100 120 140 


150 


159 175 

liilili ■■. jiili illrn: 


187 


201 


516 


214 


230 


1 244 


258 


272 286 


160 180 200 220 240 260 280 


300 


761357.D 


Wed May 25 08:58:51 2011 


Page 2 


Folk OIG PRR 047318 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761359.D 
P.PIRO 

17 Dec 2010 16:16 

BLANK 
ASD 
2 

DRUGS .M 
RTE 


i^bundance 

6000 

4000 

2000 


TIC: 761359.D\data.ms 


'V, 




.v-Wt 


2.00 2.60 3.00 3.60 4.00 4.60 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.50 


Ret * Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS*** 


761359.D 


Wed May 25 08:59:14 2011 


Page 1 


Folk OIG PRR 047319 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number ; 

AcquisitionMeth; 
Integrator : 


Data File: 

D: \System8\12_16___10\761360 . D 
P.PIRO 

17 Dec 2Q1Q 16:29 

ASD 

60 

drugs . M 
RTE 


ptundanca^ 

j 1600000 
1000000 

500000 

0 ^=r-pr 

Time-> _^00 


TfC; 761360.D\data.ms 

6.424 



2.50 3.00 3.60 4.00 4.60 5.00 5.60 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6,424 

3419667 

100.00 

100.00 


761360.D 


Wed May 25 


08:59:18 2011 


Page 1 


Folk OIG PRR 047320 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\12_16_10\761360.D 
P,PIRO 

17 Dec 2010 16:29 


ASD 

60 

DRUGS.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST08.L 

Minimum Quality 

: 80 



C:\Database\PMW_TOX2.L 



PK# 

RT 

Library/ID 

CAS# ( 

Qual 

1 

6.42 

C:\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 

Abundance 


Average of 6.364 to 6.628 nnin.: 761360.D\data.ms (-) 



80 

60 

401 


20 j 

I 28 


42 




3l5 


230 


70 


55 


115 


84 


140 


128 


,1,150, 


161 175 


187 


201 


214 


244 

■ H . 


^—I; r , I j r i /"j" J—J If ii^iii| - I ^ —j—J "I" E j—r I ( I j i 1—k f f—E—— i —|—~i—i ^ k—i—i i ^—i—f—r 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


268 

V 


272 287 300 


329 


m/z-> 


Abundance 

80 
60 
40 

201 

i 

oL 




42 

iiL 


40 


70 


65 


60 








#148102: Oxycodone 


’’’’0 140 

84 98 I 128 


230 


159 175 


201 

1,87 I 214 

11 "■i 


■kklfi 


258 


411 .k 


272 286 

,-I 


3l5 


300 


80 100 120 140 160 180 200 220 240 260 280 300 320 


761360.D 


Wed May 25 08:59:19 2011 


Page 


Folk OIG PRR 047321 




























Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\7 613 62 . D 
P.PIRO 

17 Dec 2010 16:55 

BLANK 
ASD 
2 

DRUGS, M 
RTF 


\buncJance 


TtC: 761362.D\data,ms 


j 6000 
4000 

2000 










frime-> 2.00 2.50 3.00 3.50 4.00 4750 6.00 5.50 6?00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761362.D Wed May 25 08:59:30 2011 


Page 1 


Folk OIG PRR 047322 









Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\System8\12 
P.PTRO 
17 Dec 2010 

ASD 

63 

DRUGS.M 
RTF 


_16_10\761363.D 
17 : 08 


Sundance 

1000000 

800000 

600000 

400000 

200000 

‘ f . 

Time-> 2.00 2.50 3.00 3.50 4.00 


TIC: 761363.0\data.ms 
6.412 


-T n r-7~-7 - T " T — p - T — i-T"'T' T ' T -T " T " T " ~| T ! I M | i j— n T " J " ^ t i j [ t I I I j 1 I 1 I } ^ 1 J 1 

4.60 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6.412 

1775836 

100.00 

100.00 


761363.D 


Wed May 25 08:59:34 2011 


Page 1 


Folk OIG PRR 047323 










Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \System8\12_16_10\7 613 63 . D 
P.PIRO 

17 Dec 2010 17:08 


ASD 

63 

DRUGS.M 
RTE 


Search Libraries : 


C:\Database\SLI,L 
C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.41 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 

000076-42-6 

000076-42-6 

99 

99 

99 

{Abundance 

! i 

1 • 

Average of 6*358 to 6.610 min.: 761363.D\data.ms {-) 


3j5 ] 




z--> 



230 


115 


140 


84 98 


128 




hi 60 


161 175 


187 


201 




214 




268 

I 244 I 272 287 m, 


80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

I 

80 
60 
40 

I 20; 

I 0 


#148102: Oxycodone 


315 


230 



128 


140 


.. ! 15o1^^ 

‘|Ij1 


187 


201 


214 


258 

244 i, 272 286 


|-"i"r ; '| I, ( ■)- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 


761363.D 


Wed May 25 08:59:34 2011 


Page 


Folk OIG PRR 047324 





























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761365.D 
P.PIRO 

17 Dec 2010 17:34 

BLANK 
ASD 
2 

DRUGS . M 
RTE 


Abundance 


TiC: 761365.D\data.ms 


6000 






4000 

2000 




frime-> 2.00 2.M 3.00 3.50 4.00 isO 6,00 6.50 6.00 6.60 7.00 7.50 8.00 8.50 ioo 9.50 








Ret, 

Time 

Area 

Area 

% 

Ratio % 


***NO INTEGRATED PEAKS*** 


761365.D 


Wed May 25 08:59:44 2011 


Page 1 


Folk OIG PRR 047325 








Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761366,D 
P .PIRO 

17 Dec 2010 17:47 

ASD 

66 

DRUGS.H 
RTF 


Abundance 

1600000 

1000000 


TIC: 761366"b\data.ms 
6,418 


500000 




zoo ^50 3.00 3,50 4,00 4.50 5.00 5.50 6^0 6,50 


~T — I — I — f — I — TT —(— F —!— T"] —(—[— 5 —! — ^—(— I — I —^— j — F — I — I — I —^— TH —^—r 

7.00 7.50 8,00 8^0 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.418 

2719711 

100.00 

100.00 


761366 . D 


Wed May 25 08:59:49 2011 


Page 1 


Folk OIG PRR 047326 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 


D: \System8\12__16__10\7 613 66 . D 
P.PIRO 

17 Dec 2010 17:47 


ASD 

66 

DRUGS .M 


Integrator 

; RTF 



Search Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C 1 \Database\NIST08.L 

Minimum Quality 

: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 

1 6.42 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 
60 
40 
20 
0 




42 


28 

l-h: , I 


Average of 6.364 io 6,628 mfn.: 761366.D\data.ms (-) 


70 


Abundance 

80 
60 
40 
20 
0 




f 

40 


55 


60 


115 


140 


128 


84 


80 




161 ^76 


187 


201 




214 


230 






- 4 - 


■| ' 


#148102: Oxycodone 


315 


258 

244 I, 272 286 ^9^ 


100 120 140 160 180 200 220 240 260 280 300 


3i5 ^ 


230 


4: 

2 7 

65 

i-. 

0 115 V 

84 98 1 

10 201 

159 175 W 214 

Lih...iiHilllLiLniifi 111 ..illllL. .F'Jllli .i.l 

268 

i 244 || 272 286 , 


' ' ' ' I 

40 

60 80 100 

120 P 

0 160 180 200 220 240 260 280 300 

1 


761366.D 


Wed May 25 08:59:49 2011 


Page 


Folk OIG PRR 047327 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 613 68 . D 
P,PIRO 

17 Dec 2010 18:13 

BLANK 
ASD 
2 

DRUGS .M 
RTE 


Abundance 

I 


TIC: 761368.D\data.ms 


6000 




4000i 


20001 


\ 






oW 


—j—I—I—I—3—j—j—T— 


hrime-> 2.00 2.50 3.00 3.60 4.00 4,60 5,00 6.50 6,00 6^0 7.00 7^0 8.00 8.60 9.00 9.60 


Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761368.D 


Wed Hay 25 09:00:02 2011 


Page 1 


Folk OIG PRR 047328 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 61369 . D 
P.PIRO 

17 Dec 2010 18:26 

ASD 

69 

DRUGS, M 
R*r E 



|Time--> 2.00 2,60 

■ ^ ' f ’ ' ' ' i ' ’ ' M ' ^ ‘ ' ‘1 ' ^ ‘ M ■ 

3.00 3.60 4,00 4.60 5.00 

* * M * ’ 

6,60 

6.00 

' < r-r-T-i'-b 1 I't 1 rrt y-rr-r-vr-i .r-rn-y-i---r-T--T-T--r-T--r"^^^^^ 

6,60 7.00 7.60 8.00 8.60 9.00 9.50 | 






Ret. Time 

Area 

Area 

% 

Ratio % 

6,412 

2003619 

100 , 

00 

100.00 


761369,D Wed May 25 09:00:06 2011 


Page 1 


Folk OIG PRR 047329 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 613 69 . D 
P,PIRO 

17 Dec 2010 18:26 

ASD 

69 

DRUGS .M 
RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 6.41 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance 

80 
60 
40 
20 
0 




42 


#148102: Oxycodone 


70 


84 98 

40 60 80 100 120 


128 


m 


230 


159 175 


187 


201 




214 

t-JL 


258 


244 


272 266 


315 


300 


140 160 180 200 220 240 260 280 300 




761369.D 


Wed May 25 09:00:06 2011 


Page 2 


Folk OIG PRR 047330 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
S amp1e N ame : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

D:\System8\12_16_10\761371.D 
P.PIRO 

17 Dec 2010 18:52 

BLANK 
ASD 
2 

DRUGS ,M 
RTF 


Abundance 


TiC: 761371.D\data,ms 


6000 


4000 


2000 






^ 1 • M ' ■ ' ^ ! " ■ ' ^ ‘ ' ' - ! ^ ^ M -r-T--r^-j-^n--n---r-y-r--r---r.f-i.|-..i ;.r-r-,-! vr t r ■ | r i ■ v f-,-,- r t'-i -i.- 

Tifne-> 2.00 2.50 3.00 3.50 4.00 4.50 5.QQ 5.50 6.QQ 6.5 0 7.00 7^0 8.00 S^O 9,00 9,50 


Ret, Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS^** 


761371.D 


Wed May 25 09:00:15 2011 


Page 1 


Folk OIG PRR 047331 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D;\System8\12 16 10\761372 
P.PIRO 

17 Dec 2010 19:05 

ASD 

72 

DRUGS.M 
RTE 


D 


bundance 

I 1000000 ] 


I 500000 


0 r"T“i-7-T"i —I——|— t —rn—r-|-T—n—r-]—r-- r -- T" ^ rV -T--i— r -- r -7--T-- r -- r --r--j--T--i--- r -- r -j-- r -- r --7--- j — p - r --7---r--T-- T"r --r-T~T- y -T-T " T-~i~ 


! vn-y-r-n-r-r-T-T- 

fTjme”> 2.00 2.60 

-r-T-ynrT-r-ry-T-r'r-r^^ 

3.00 3.50 4.00 4.50 5.00 

r-T-T-pr-r- 

5.50 

6.00 

_J—,—1—(—^—1—1—j—J——J—J—IP—J—r--p—(—I— 1 —1—[—F—!—F—!—E—!—!—1—F— i —S—1—E— i — = 

6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret . Time 

Area 

Area 

% 

Ratio % 

6.412 

1984540 

100 . 

00 

100.00 


TIC: 761372.D\data.ms 
6.412 


761372.D 


Wed May 25 09:00:19 2011 


Page 1 


Folk OIG PRR 047332 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16___10\7 61372 . D 
P.PIRO 

17 Dec 2010 19:05 

72 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


6.41 


C:\Database\NIST08,L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

60 
60 
40 
20 
0 


Average of 6.340 ^o 6,622 min.: 761372.D\data.ms (-) 


315 I 


42 


28 


70 


230 


55 


40 


60 


116 


140 


84 98 


128 




[ 150 , 


161 ^75 


187 


201 


214 


258 

244 |, 272 286 

80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 
60 
40 
20 

0 

_ 


#148102: Oxycodone 


315 


230 



98 

115 

1 128 

140 

j 

159 

100 

120 

140 

160 


201 

|7 I 214 


lllj.i 

180 200 


1 I 

220 


258 


I 244 
240 


272 286 


300 


- 4 - 


260 280 


300 


761372.D 


Wed May 25 09:00:19 2011 


Page 2 


Folk OIG PRR 047333 

























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761374.D 
P.PIRO 

17 Dec 2010 19:31 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


l^bundance 

6000 

4000 

2000 


TIC: 761374.D\data.ms 


w 




0^r-pr-^r“^'j ^ . . . , ^ ^ . , - . ^ , f . . . * ^ ^ ^ . t i f ^--t- . r -.-i....i.i.,.i n., ,.|.,. r- y- r y.=.i.1.i.|- r-i 

frfme-> 2.00 2.50 3.00 3.60 4.00 4.50 5.00 6.60 6.00 6.50 7.00 7,60 8,00 8,50 9,00 9,60 


Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761374,D Wed May 25 09:00:29 2011 


Page 1 


Folk OIG PRR 047334 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
Acquisitioniyjeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\7 6137 5 . D 
P,PIRO 

17 Pec 2010 19:44 

ASD 

75 

DRUGS . M 
RTE 


iAbundance 

1000000 

500000 



1 v-r-T-T“^ ( t I , 

frime^-> 2.00 2.60 3.00 

3.50 4.00 4.50 5.00 

6.50 6.00 

6,60 7.00 7,50 8.00 8,b 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6.412 

1934549 

100.00 

100.00 


761375,D Wed May 25 09:00:34 2011 


Page 1 


Folk OIG PRR 047335 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16__10\7 61375 . D 
P,PIRO 

17 Dec 2010 19:44 

ASD 

75 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.41 

C:\Database\NIST08.L 





Oxycodone 

000076’-’42-6 

99 



Oxycodone 

000076-42*-6 

99 



Oxycodone 

000076-42-6 

99 



761375.D 


Wed May 25 09:00:34 2011 


Page 2 


Folk OIG PRR 047336 


















Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\System8\12 16 10\761377,D 

Operator 

P. PIRO 

Date Acquired 

17 Dec 2010 20 : 10 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator : 

RTF 


r 


bundance 

6000 

4000 

2000 


TIC: 761377.D\data.ms 


\ 




Time-> 2*00 2.50 

-T--T-y-i---rn —|— 1—r-r“r-T“T- 

3.00 3.50 4.00 4.50 

5.00 5.50 6.00 6.60 

7.00 7.60 8.00 8.50 9.00 9*60 


Ret. Time 

Area 

Area % 

Ratio % 


***NO INTEGRATED PEAKS*** 


761377.D Wed May 25 09:00:46 2011 


Page 1 


Folk OIG PRR 047337 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761378.D 
P,PIRO 

17 Dec 2010 20:23 



78 

DRUGS .M 
RTE 


{Abundance TIC: 761378,D\dala,ms 

i 800000 

600000 I 

j 

400000 

200000 


— ^ ^ > 1 

Tifne‘'> 2.00 2.50 

3.00 3.60 4.00 4.60 6.00 

5.60 

6.00 

1 pT-f 1 b [ 1 1 1 ^ [ f 1 1 I -Jl 1 < 1 j 1 

6.50 7.00 7.50 8.00 8.50 9,00 9.50 i 


Re t . Time 

Area 

Area 

% 

Ratio % 

6.412 

1368310 

100 . 

00 

100.00 


761378.D 


Wed May 25 09:00:49 2011 


Page 1 


Folk OIG PRR 047338 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquisi tionlxleth: 
Integrator : 


Data File: 

D:\System8\12_16_10\761378.D 
P.PIRO 

17 Dec 2010 20:23 



DRUGS . M 
RTF 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6,41 

C:\Database\NIST08,L 

Oxycodone 

Oxycodone 

Oxycodone 

.000076-42-6 99 
000076-42-6 99 
000076-42-6 99 

Abundance 

r 1 

1 


Average of 6.358 to 6.686 min.: 761378.D\data.ms (-) 

315 


60 


60 


40 


20 


L 


42 


28 

jIw- 


i/z-> 


-T-|^ 

40 


70 


230 


115 


55 


84 


98 




140 


128 




161 


175 


187 


201 


214 


60 


80 


100 120 


140 


160 


160 200 220 


268 


I 244 L 272 286 ^ 

■f r ", I 1 ‘ j"-i.i j- - 

240 260 280 300 


Abundance 

80 
60 
40 f 
20 
0 

^/z- > 


42 

j; 


40 


70 


65 

11II ■ 'i I ! 1 1 


60 


84 

Y -l -iWVV 


#148102: Oxycodone 


116 ^40 
I 126 I 


315 


230 


159 176 

Y 


187 


201 




214 


258 


80 


III 244 I 272 286 

, .t '-i.1.[----V--—. 


100 120 140 160 180 200 220 240 260 280 300 


761378.D 


Wed May 25 09:00:49 2011 


Page 2 


Folk OIG PRR 047339 



























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File; 

D: \,System8\12_16___10\7 61380 . D 
P.PIRO 

17 Dec 2010 20:49 

BLANK 
ASD 
2 

DRUGS .M 
RTE 


Abundance 


TfC: 761380.D\data,ms 


6000 


■'l 




4000! 




20001 


frime"> 2.60 2.60 3.00 

3.b 4.00 4.S0 

5-00 5.50 6-00 6.60 

7-00 7-60 8.00 8.60 9.00 9.60 . 


Ret, Time 

Area 

Area % 

Ratio % 

^**NO INTEGRATED 

PEAKS*** 




761380.D 


Wed May 25 09:01:00 2011 


Page 1 


Folk OIG PRR 047340 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12_16__10\7 61381 . D 
P.PIRO 

21:02 

ASD 

81 

DRUGS,M 
RTF 


Abundance 

j 2000000 

i 

1500000 
1000000 
I 500000 


! } p t ^ 1 I ( ^ ^ t ‘ ‘ 


r-r-T-pr-r- 

t t P I- 

' ' T' ' ' M ' ' ' rr-^-T-T-r-Y-r-T-T-r-y-r i ^ i f , -v-t' i • i i i i 

lTime-> 2.00 2.50 3.00 

3.50 4,00 4.50 5.00 

5.60 

6.00 

6,50 7.00 7.50 8.00 8.50 9.00 9.50 | 






Ret. Time 

Area 

Area 

% 

Ratio % 

6.424 

3914770 

100 . 

00 

100.00 


TIC: 7613StD\dala.nis 
6.424 


761381.D 


Wed May 25 


09:01:04 2011 


Page 1 


Folk OIG PRR 047341 













Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\Systein8\12 16 10\761381.D 



Operator 

P.PIRO 



Date Acquired 

17 Dec 2010 21:02 



Sample Name 




Submitted by 

ASD 



Vial Number 

81 



AcquisitionMeth 

DRUGS .M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


6 .42 


C:\Database\NISTO8.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 

000076-42-6 

000076-42-6 


Abundance 


Average of 6.334 to 6.682 min,: 761381.0\data.ms (4 


44 70 


I 28 i 

0 Ms-V , 


^ 84 98 

<|[^u ^ j i|ij 


Abundance 


^159 || 


258 

244 li 272 287 


>n/z--> __ 60 80 too _140 1 60 180 200 220 24 0 260 280 30 0_3^ 


#148102; Oxycodone 


T T 140 201 258 

|j ^ ! 84 98 ,! I 169 175 'if I 2 4 , 272 286 300 , 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


84 98 


272 286 


761381.D 


Wed May 25 09:01:04 2011 


Page 


Folk OIG PRR 047342 






































Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name 
Submitted by : 

Vial Number : 

AcquisitionMeth; 
Integrator : 


Data File: 

D:\System8\12_16_10\761383,D 
P.PIRO 

17 Dec 2010 21:28 

BLANK 

2 

DRUGS 

RTE 


Abundance 
6000 

4000 

2000 


TIC: 761383.D\dala.ms 


\ 






frime-> ^ 2.00 2.50 3.00 ^50 4.00 4.50 loO 5.50 6.00 TsO 7.00 7.50 8.00' ' 8.50 9.00 9.^ 


Ret. Time 


Area Area % Ratio % 


^■^^NO INTEGRATED PEAKS*** 


761383.D Wed May 25 09:01:15 2011 Page 1 


Folk OIG PRR 047343 










Area Percent / Liiforary Search Report 


Information from Data File; 

File Name : D : \System8\12__l 6_10\7 61384 , D 

Operator : P.PIRO 

Date Acquired : 17 Dec 2010 21:41 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


J^bundance 
! [ 
I 500000 


TIC: 761384.D\dafa.ms 
6.406 


400000 


j 300000 

I 

I 

I 200000 


100000 ] 



2.00 2.50 3.00 3.50 4.00 4.50 5.00_6.50 6.00 6.50 7.00 7.60 B.OO 8.60 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


6.406 


811823 100.00 100.00 


761384.D 


Wed May 25 09:01:18 2011 


Page 1 


Folk OIG PRR 047344 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\12__16_10\761384 . D 
P.PIRO 

17 Dec 2010 21:41 

OXYCODONE STD 

51 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L 


Minimum Quality: 80 


PK# 


RT 


1 

6.41 C 

j^bundance 


8o: 

1 


60l 

1 1 


1 1 

1 40- 

! 

1 

^! 

1 20 

|1 

28 I 55 


1 1 ' ’’ 

j/Li i 

m/z-> 

1 T j t T h r 1 T 

20 40 6 


C:\Database\NIST08.L 

C : \Database\PMW__TOX2 . L 

Minimum Quality 

: 80 

Library/ID 

CAS# 

Qual 

C:\Database\HIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Average of 6.364 to 6.562 min.: 761384.0\(Jata'ms (-) 


315 


70 


230 


115 


140 


84 98 


128 


10 80 




161 

ih 


187 


201 


214 


255 


100 


300 

120 140 160 180 200 220 240 260 280 300 




l^bundance 

I ! 

j 1 

eoj 
eoj 
4ol 
20 
0 


#148099: Oxycodone 


316 


230 


I 


42 


70 


115 


15 28 11 \ m ^ ^ I jC I loy j,i) ,|! |||, h 244 ^ 

20 40 60 ao too 120 140 160 180 200 220 240 2 


55 


84 9^ 


128 


201 

140 ,,187 I 216 

159 |J| ,1 


268 


272 


286 


300 


100._140 160 180 200 220 240 260 280 


300 


761384.D 


Wed May 25 09:01:18 2011 


Folk OIG_PRR_047345 


Page 2 







